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Mo non-compliant iterrts ideniiljed duririg this inspection, 
"’’’This was. a Icicusnd irispatlion on doiiiplairil El t -17B. 


“**An esit iniervieiv wg.s conducted witti the licensee cn 7-26-20 1 1 . 


LUIS NAVARRO, D V M 


LU IS A N A VAR RO, D V M USDA, APR IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 6025 
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